MBTA Project No. R17CNO6 
MBTA Quincy Bus Maintenance Facility Trade Subcontractor Tabulation of Bids 
September 22, 2023 
Bid Price (whole dollar) 
16001 ELECTRICAL WORK |McDonald Electrical Corporation $57,655,000.00 


16001 ELECTRICAL WORK |Fischbach & Moore Electric $69,800,000.00 


16001 ELECTRICAL WORK |Wayne J. Griffin Electric, Inc $74,096,000.00 


16001 ELECTRICAL WORK |State Electric Corporation $75,250,000.00 


